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Message Text 


UNCLASSIFIED 

PAGE 01 CAIRO 11032 031142Z 
10 

ACTION ST-01 

INFO OCT-01 NEA-10 ISO-OO /012W 

107684 

R 031108Z NOV 75 

FM AMEMBASSY CAIRO 

TO WESTON INSTRUCTMENT INC., 

614 FRELINGHUYSEN AVE. 

NEWARK, N.J. 07114 
CABLE: WESLEC 
TELEX: 01-26459 
INFO SECSTATE WASHDC 7635 
USDOC WASHDC 

UNCLAS CAIRO 11032 

FROM AMCONSUL ALEXANDRIA 

E.O. 11652: NA 
TAGS: BGENEG 

SUBJECT: SUPPLY OF 215 INDUSTRIAL WATER METERS FOR ALEXANDRIA 
WATER AUTHORITY 

MR. SAMIR EL-KHADEM. PROMINENT ALEXANDRIA IMPORTER AND AGENT INFORMED 
CONGEN THAT HE HAS NOT RECEIVED AN ANSWER TO HIS LETTER OF SEPTEMBER 
29, 1975, CONCERNING THE SUPPLY OF 215 INDUSTRIAL WET DIAL WOLTMAN 
WATER METERS WITH CLOSED DESIGN FOR COLD WATER AT MAXIMUM SERVICE 
TEMPRATURE OF 40 DEGREES CENTIGRADE, MAXIMUM SERVICE PRESSURE AT 
6 ATM AND MAXIMUM TEST PRESSURE AT 10 ATM. THE METERS ARE REQURIED 
WITH HORIZONTAL SHAFT AND UNDRILLED FLANGES BOTH ENDS. THE DIAL TO 
BE OF THE WET TYPE WITH COUNTER MECHANISM READING IN M3 AND LITERS 
FITTED WITH PLEXI GLASS. PRICE QUOTATIONS REQUIRED FOB WITH VALIDITY 
PERIOD AND TIME OF DELIVERY. SPARE PARTS FOR FIVE YEAR MAINTENANCE 
SHOULD ACCOMPANY OFFERS. QUANTITIES AND SIZES FOLLOWS: 

SIZE QUANTITY 
2" 50 MM. 60 UNITS 
3" 80 MM. 50 UNITS 
4" 100 MM. 50 UNITS 
6 " 150 MM. 30 UNITS 
UNCLASSIFIED 

UNCLASSIFIED 
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12" 300 MM. 4 UNITS 
16" 400 MM. 4 UNITS 
20" 500 MM. 2 UNITS 

IF YOU ARE INTERESTED IN BIDDING CONTACT SAMIR EL KHADEN, 17 
DJBARATI STREET, ALEXANDRIA, CABLE: ESKADEM. TELEX PALOTEL 4027. 

SIGNED CHASE. 

MAESTRONE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CAIRO11032 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750380-1024 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751181/aaaacuxn.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 AUG 2003 by chicheje>; APPROVED <03 MAR 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SUPPLY OF 21 5 INDUSTRIAL WATER METERS FOR ALEXANDRIA WATER AUTHORITY 
TAGS: BGEN, EG 
To: n/a 
Type: TE 
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